To: Jenkins, Laura Flynn[Jenkins. Laura@epa.gov] 

Cc: R8 GKM Leadership Team[R8_GKM_LeadershipTeam@epa.gov]; Grantham, 

Nancy[Grantham. Nancy@epa.gov]; Zito, Kelly[ZITO. KELLY@EPA.GOV]; Gray, 

David[gray. david@epa.gov] 

From: StClair, Christie 

Sent: Tue 5/1 7/2016 1 0:22:50 AM 

Subject: Re: Google Alert - Gold King Mine 

Top article is he one that quoted me, badly. 

Christie St. Clair 

U.S. EPA Office of Media Relations 
c: 202-768-5780 

On May 16, 2016, at 10:02 PM, Jenkins, Laura Flynn < Jenkins.Laura@epa.gov> wrote: 


FYI bottom article cites info from press release. 


Laura Jenkins 
Media Officer 
USEPA Region 8 

1595 Wvnkoop St. 
Denver. CO 80208 
Mailcode: 8-OC 
Landline: 303 - 3 12-6256 
Cell: 202 - 360-8453 
Fax: 303-312-6961 


Begin forwarded message: 


From: Google Alerts < googlealerts-noreplv@,google.com > 
Dat e: Mav 1 6. 2016 at 7:37:41 PM MP T 
To: 


Personal Email/Ex. 6 


Subject: Google Alert - Gold King Mine 
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Gold King Mine 

As-it-happens update □ May 17, 2016 


NEWS 


f\ onference will address Gold King Mine spill 

Albuquerque Journal 

FARMINGTON — Experts from across the state and the nation will convene at San Juan College this week, to 
discuss water contamination issues in ... 

L>§ 1/3 [3 Flaa as 

irr elevant 


Discolored water seen flowing into the Animas 


Farmington Daily Times 

...on Sunday afternoon that water flowing through Cement Creek had an "orange tinge" and it was not related 
to the EPA's work at Gold King Mine. 
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